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* CONFIDENTIAL Co 10-4H CHSC 


g MAY 1978 

MEMORANDIFE FOR: DDO/ISS/IP/EFIS 
FRaM > @L_L, Latta? 

Plans and Review Group 

Central Cover Staff 
SUBJECT > Tlouse Select Committee on Assassinations 

(USCA) Request - war 

MEFERENCE “+ Meno for OLC fr Chief Counselspiveevor 


of USCA, dtd 4 May 78 


-In response to the request in Reference, CCS files con- 


tain no information on the named individual. 


Ys/ ML. Latta 
CM, L. Latta) 
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